DOCKETED ITEMS       41

9004260310 Clarifies 890227 application for amend to License DPR-20 reflecting trans-
fer of plant ownership from Consumers Power Co to Palisades Generating
Co.including proposed funding & contractual undertakings of Palisades Generating Co.
HOFFMAN.D.P. Consumers Power Co. 90/04/20. Document Control Branch (Docu-
ment Control Desk). 3pp. 53615:323-53615:325.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9004270273 Requests that correspondence re 890227 application for amend to License
DPR-20 to permit transfer of ownership of plant be sent to listed address.
CHARNOFF.G. Palisades Generating Co. CHARNOFF.G. Shaw, Pittman, Potts &
Trowbridge. 90/04/25. Document Control Branch (Document Control Desk). 2pp.
53652:007-53652:008.

9005040206 Forwards Amend 131 to License DPR-20 & safety evaluation. Amend re-
vises Tech Specs re pressure-temp limits & low-temp overpressure protection.
DE AGAZIO.A.W. Project Directorate 111-1. 90/04/26. BERRY.K.W. Consumers Power
Co. 3pp. 53736:248-53736:279.

-9005040209 Amend 131 to License DPR-20,revising Tech Specs re pressure-temp
limits & low-temp overpressure protection.
DIIANNI.D.C. Project Directorate 111-1. 90/04/26. 22pp. 53736:251-53736:273.

-9005040216 Safety evaluation supporting Amend 131 to License DPR-20.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/26. 6pp,
53736:274-53736:279.

9005020045 Confirms 900503 meeting at plant in Covert,Ml to plan Region III licensee
info conference scheduled for late June.

GREENMAN.E.G. Region 3, Ofc of the Director. 90/04/27. HOFFMAN.D. Consumers
Power Co. 2pp. 53679:330-53679:331.

9005080290 Forwards corrected Amend 130 to License DPR-130,replacing Page 3-lab.
DE AGAZIO.A.W. Project Directorate 111-1. 90/04/27. BERRY.K.W. Consumers Power
Co. 3pp. 53768:297-53768:300.

-9005080291 Corrected Amend 130 to License DPR-20,replacing Page 3-lab.

*  NRC - No Detailed Affiliation Given. 90/04/27. 1p. 53768:300-53768:300.

9005040002 Responds to request for addl info on proposed administrative changes to
Tech Spec Section 3.0.4,per Generic Ltr 87-09. Licensee will implement program to
assure appropriate level of mgt approval required when operating conditions changed.
BERRY.K.W. Consumers Power Co. 90/04/30. Document Control Branch (Document
Control Desk). 2pp. 53745:003-53745:004.

9005070162 Advises that 891220 response to Generic Ltr 89-10 re motor-operated
valve testing & surveillance considered complete. Review & verification of program im-
plementation will be addressed by regional insp process.

DE AGAZIO.A.W. Project Directorate 111-1. 90/05/02. BERRY.K.W. Consumers Power
Co. 3pp. 53777:358-53777:360.

9005110059 Summary of 900412 meeting w/util & Bechtel in Gaithersburg, MD re plant
steam generator replacement project.List of attendees encl.

DE AGAZIO.A.W. Project Directorate 111-1. 90/05/07. DIIANNI.D.D. Project Directorate
111-1. 64pp. 53799:001-53799:065.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005160260 Notification of 900516 meeting w/utH.Eddleman & Bechtel in Rockville.MD
to hear util presentation on proposed Palisades Generating Co.
HOLIAN.B.    Project   Directorate    111-1.    90/05/14.    MURLEY.T.E.,    MIRAGLIA.F.,
RUSSELL,W. NRC - No Detailed Affiliation Given. 2pp. 53834:332-53834:333.

9005170072 Discusses low upper shelf energy mat! in reactor vessel beltlines.NRC in-
tends to issue guidance re credibility of J-R curves representative of vessel mat!
toughness & will define what conservative bound to J delta data means.
DE AGAZIO.A.W. Project Directorate 111-1. 90/05/14. BERRY.K.W. Consumers Power
Co. 6pp. 53858:213-53858:218.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co, of New York, Inc. 138pp. 53903:092-53903:277.

9005240071 Forwards "Analysis of Reactor Pressure Vessel Fast Neutron Fluence &
PTS Ref Temps for Palisades Nuclear Plant," Rept concludes that PTS screening cri-
teria will be exceeded at axial welds in Sept 2001 as opposed to Mar 2002.
SMEDLEY.R.W. Consumers Power Co. 90/05/17. Document Control Branch (Docu-
ment Control Desk). 2pp. 53921:092-53921:159.

-9005240074 "Analysis of Reactor Pressure Vessel Fast Neutron Fluence & PTS Ref
Temps for Palisades Nuclear Plant."

*  Consumers Power Co. 90/05/31. 66pp. 53921:094-53921:159.

9005220382 Summary of 900426 meeting w/util & Bechtel-KWU Alliance in
Chattanooga.TN re new automatic narrow-gap welding process. Process used on nu-
merous European facilities since 1985. Advantages of new process listed.List of atten-
dees encl.

HOLIAN.B.E. Project Directorate 111-1. 90/05/18. ZWOLINSKI.J.A. Assistant Director
for Region III Reactors (Post 891001). 6pp. 53879:154-53879:159.

Q. Inspection reports, IE Bulletins & correspondence

9004230255 Forwards Requalification Exam Rept 50-255/OL-90-01 during wk of
900312.Quality of program re attention to detail was poor but overall program as-
signed rating of satisfactory.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/04/10. HOFFMAN.D.P. Consumers
Power Co. 2pp. 53584:304-53585:037.

-9004230263 Exam Rept 50-255/OL-90-01 on 900312-16.Exam results:one reactor op-
erator failed written exam & one reactor operator failed both written exam & job per-
formance measure plant walkdown portion of operating exam.
LENNARTZ.J.,  BURDICK.T.M.  Region  3,  Ofc of the  Director.  90/04/09.  92pp.
53584:306-53585:037.

9004240151 Advises that NRR plans no further review of 890830 Itr re completion of
MIZ-18 eddy current sys qualification program,based on successful application of MIZ-
18 during. Fall 1989 stearn generator insps.

DE AGAZIO.A.W. Project Directorate 111-1. 90/04/17. BERRY.K.W. Consumers Power
Co. 3pp. 53588:156-53588:158.

9004260069 Advises that 900117 response to NRC Bulletin 89-002 re stress corrosion
cracking in Anchor/Darling swing check valves complete.based on verification that no
subj valves installed at facility.

DE AGAZIO.A.W. Project Directorate 111-1. 90/04/19. BERRY.K.W. Consumers Power
Co. 3pp. 53626:285-53626:287.

9004270001 Responds to NRC 900322 Itr re violations noted in Insp Rept 50-255/90-
05.Corrective actions:operability determination for environ qualification instrument cir-
cuits & control circuits associated w/potted connectors performed.
BERRY.K.W. Consumers Power Co. 90/04/23. Document Control Branch (Document
Control Desk). 5pp. 53652:015-53652:019.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028. "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005070162 Advises that 891220 response to Generic Ltr 89-10 re motor-operated
valve testing & surveillance considered complete.Review & verification of program im-
plementation will be addressed by regional insp process.

DE AGAZIO.A.W. Project Directorate 111-1. 90/05/02. BERRY.K.W. Consumers Power
Co. 3pp. 53777:358-53777:360.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005110111 Ack receipt of 900412 Itr & 900322 wire transfer of $75,000 in payment of
civil penalties proposed in NRC 900220 Itr.

BAKER.E.T. Ofc of Enforcement (Post 870413). 90/05/09. HOFFMAN.D.P. Consum-
ers Power Co. 1p. 53812:178-53812:178.

9005160262 Forwards Safety Insp Rept 50-255/90-12 on 900309-0419 & notice of
violations.No response to violation 1 required.

CLAYTON.B. Region 3, Ofc of the Director. 90/05/09. HOFFMAN.D.P. Consumers
Power Co. 2pp. 53865:115-53865:133.

-9005160264 Notice of violation from insp on 900309-0419.Violations noted:Procedure
SOP-1 revised to open PORV block valves at hydrostatic test pressure via temporary
change which altered intent of original procedure.
CLAYTON,B. Region 3, Ofc of the Director. 90/05/09. 1p. 53865:117-53865:117.

-9005160267 Insp Rept 50-255/90-12 on 900309-0419.Violations noted. Major areas
inspected:actions            previously            identified,plant            operations.radiological

controls,maint.surveillance,steam generator replacement.fire protection & reportable
events.
BURGESS.B.L Region 3, Ofc of the Director. 90/05/09. 16pp. 53865:118-53865:133.

9005040137 NRC info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.f New York. Inc. 99pp. 53753:204-53753:302.
